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INTERIM  COMPLIANCE  PANEL 

Coo!  Mine  Health  and  Safety 
[  30  CFR  Part  501  1 
RESPIRABLE  DUST  STANDARD 

Proposed  Procedures  for  Obtaining 
Permits  for  Noncompliance 

Notice  is  hereby  given  that  the  In¬ 
terim  Compliance  Panel,  established  by 
section  5  of  the  Coal  Mine  Health  and 
Safety  Act  of  1969  (Public  Law  91-173, 

83  Stat.  742)  proposes  to  establish  a  new 
Chapter  V  in  Title  30,  Code  of  Federal 
Regulations  and  to  issue  regulations 
therein  setting  forth  the  procedure  for 
obtaining  permits  for  noncompliance 
with  the  first  respirable  dust  standard, 
prescribed  in  section  202(b)  of  said  Act. 

The  Federal  Coal  Mine  Health  and 
Safety  Act  of  1969-,  in  section  202(b), 
requires  that,  commencing  June  30,  1970 
for  a  period  of  2*72  years  the  operator  of 
each  undergroxmd  coal  mine  shall  main¬ 
tain  an  average  concentration  of  respira¬ 
ble  dust  in  the  mine  atmosphere  during 
each  shift  at  or  below  3  milligrams  of 
respirable  dust  per  cubic  meter  of  air. 
The  respirable  dust  level  must  be  reduced 
to  2  mg.  by  December  31, 1972.  Respirable 
dust  is  defined  as  “dust  particulates  5 
microns  or  less  in  size.”  The  Act  also 
provides  that  the  Interim  Compliance 
Panel,  established  by  section  5,  on  appli¬ 
cation  filed  no  later  than  May  1,  1970, 
which  application  meets  detailed  require¬ 
ments  set  forth  in  section  202(c)  of  the 
Act  and  in  section  501.4  of  these  regula¬ 
tions,  may  issue  a  permit  for  noncompli¬ 
ance  with  the  3  mg.  respirable  dust 
standard  provided  that  no  permit  may 
authorize  a  respirable  dust  level  in  excess 
of  4.5  mg./m’.  This  regulation  covers  only 
procedures  for  applying  for,  considera¬ 
tion  of,  and  issuance  or  denial  of  applica¬ 
tions  for  permits  for  noncompliance  with 
the  3  mg.  standard.  Additional  regula¬ 
tions  relating  to  other  provisions  of  the 
Act  which  will  become  effective  at  later 
dates  will  be  issued  in  time  to  provide 
guidance  for  coal  mine  operators  and 
miners  affected  thereby. 

The  Federal  Coal  Mine  Health  and 
Safety  Act  in  section  202(c)  requires  that 
applications  for  permits  for  noncompli¬ 
ance  must  among  other  things  contain 
“the  results  of  an  engineering  survey  by 
a  certified  engineer  of  the  respirable  dust 
conditions  of  each  working  place  of  the 
mine  with  respect  to  which  such  appli¬ 
cation  is  filed  *  *  *.”  The  term  “certified 
engineer”  is  defined  in  §  501.2(i)  of  this 
regulation.  It  means  an  engineer  having 
certain  special  training  in  the  measure¬ 
ment  of  respirable  dust  levels.  In  addi¬ 
tion,  special  equipment  specified  in  sec¬ 
tion  202(e)  of  the  Act  is  required  to  take 
accurate  samples  of  the  concentration  of 
respirable  dust  in  the  mine  atmospheres. 
The  Panel  recognizes  that  there  may  not 
be  enough  approved  dust  measuring  in- 
.struments  or  a  sufficient  number  of  cer¬ 
tified  engineers  to  conduct  acceptable 
engineering  surveys,  as  defined  In 
§  501.2(k)  of  this  regulation,  of  all  coal 


mines  in  time  for  every  operator  to  file 
a  complete  application  for  a  permit  for 
noncompliance.  These  regulations  there¬ 
fore  provide  that  the  Panel  will  accept 
for  consideration  applications  which  do 
not  contain  the  requisite  engineering 
surveys  of  the  respirable  dust  conditions 
if  the  applicant  shows  that  despite  dili¬ 
gent  effort  he  has  been  unable  to  secure 
sufficient  approved  dust  concentration 
measuring  instruments  or  the  services  of 
certified  engineers  or  both  and  he  gives 
an  estimate  of  the  date  on  which  such 
engineering  surveys  will  be  completed. 

The  permits  for  noncompliance  au¬ 
thorized  by  the  Act  apply  to  “working 
places”  as  defined  in  section  318(g)  (2) 
of  the  Act  and  applications  for  such 
permits  must  identify  the  working  places 
for  which  permits  are  requested.  Since 
working  places  move  every  time  a  new 
cross  cut  is  made  or  an  old  one  closed, 
they  can  be  identified  only  in  terms  of 
the  mining  section  in  which  they  are 
located  and  these  regulations  so  provide. 

Every  coal  mine  operating  with  an 
average  concentration  of  respirable  dust 
in  the  active  workings  of  the  mine  no 
greater  than  3  milligrams  per  cubic 
meter  of  air  on  and  after  June  30,  1970, 
will  be  in  violation  of  the  Act  unless  the 
operator  has  a  permit  for  noncompliance. 
No  permit  for  noncompliance  will  be  is¬ 
sued  or  renewed  until  an  acceptable  ap¬ 
plication,  complete  in  all  material  re¬ 
spects,  has  been  received  by  the  Panel. 
No  permit  will  be  issued  or  renewed 
in  response  to  any  application  which 
shows  a  dust  level  greater  than  4.5  milli¬ 
grams  on  the  date  the  engineering  survey 
is  made  until  proof  is  furnished  that  the 
dust  level  has  been  reduced  to  4.5  milli¬ 
grams  or  less. 

The  Bureau  of  Mines  “Technical 
Progress  Report”  No.  19,  dated  October 
1969,  shows  a  ventilation  system  which 
in  some  circumstances  has  resulted  in 
reduction  of  the  dust  level  at  the  work¬ 
ing  places  below  the  minimum  standard 
established  by  section  202(b).  Where  an 
application  contains  a  representation 
that  the  applicant  is  unable  to  comply 
with  the  standard  among  other  reasons 
because  “the  technology  for  reducing 
the  concentration  *  •  •  is  not  available,” 
proof  will  be  required  as  stated  in  §  501.4 
of  these  regulations  that  such  technology 
is  or  would  be  ineffective  at  the  working 
places  for  which  a  permit  is  sought. 

Section  202(d)  of  the  Act  directs  the 
Secretary  of  Health,  Education,  and  Wel¬ 
fare,  beginning  December  30,  1970,  and 
from  time  to  time  thereafter,  to  establish 
a  schedule  reducing  the  permissible  aver¬ 
age  concentration  of  respirable  dust  in 
coal  mines  below  the  levels  set  by  section 
202(b)  (1)  and  (2).  The  reduced  levels, 
to  be  promulgated  as  improved  manda¬ 
tory  health  standards  in  accordance  with 
section  101  of  the  Act,  will  supersede  in 
whole  or  in  part  the  standards  specified 
in  section  202(b).  The  Interim  Compli¬ 
ance  Panel  is  authorized  to  issue  permits 
for  noncompliance  with  the  Interim 
Mandatory  Health  Standard  only.  Ac¬ 
cordingly,  at  such  time  as  this  standard 
is  superseded,  any  outstanding  permit 
for  noncompliance  will  terminate. 


Section  5(f)  of  the  Act  states  that  the  i 
operator  of  any  coal  mine  or  the  repre-  = 
sentative  of  the  miners  of  such  mine  may  | 
request  the  Panel  for  a  public  hearing.  | 
The  Panel  will  consider  “representative  I 
of  the  miners”  to  include  an  individual  | 
or  organization  that  represents  any  group  i 
of  two  or  more  miners  at  a  given  mine,  k 
The  term  does  not  require  that  the  rep-  ,j 
resentative  be  a  recognized  representa- 
tive  imder  other  labor  laws.  I 

Procedures  for  requesting  hearings  on  [ 
applications  for  renewal  permits  are  f 
specified  in  §§  501.8  and  501.9  of  these  [ 
regulations.  No  public  hearings  will  be  i 
held  on  applications  for  initial  permits  | 
since  the  Act  in  section  202(b)(3)  re-  I 
quires  that  such  a  permit  be  issued  where 
the  application  is  timely  filed  and  meets  I 
the  requirements  of  section  202(c) .  7 

Interested  persons  are  Invited  to  sub-  I 
mit  written  comments,  suggestions,  or  | 
objections  regarding  the  proposed  regu-  | 
lations  to  the  Interim  Compliance  Panel,  j 
801  19th  Street  NW.,  Washington,  D.C.  ! 
Since  failure  prompUy  to  adopt  neces-  | 
sary  procedures  for  filing  applications  for  r. 
permits  for  noncompliance  with  the  | 
respirable  dust  standard  prescribed  by  ■ 
section  202(b)(1)  would  work  to  the  r 
detriment  of  those  coal  mine  operators  | 
affected,  the  Panel  finds  that  it  Is  in  the  I 
public  interest  to  limit  the  time  available  ! 
for  submitting  such  comments  to  15  days  p 
following  publication  of  these  proposed  | 
regulations  in  the  Federal  Register.  I 
Chapter  V  and  Part  501  would  provide  I 
as  follows ;  I 

Chapter  V — Interim  Compliance  Panel 
(Coal  Mine  Health  and  Safety) 

PART  501— PERMITS  FOR  NONCOM¬ 
PLIANCE  WITH  THE  FIRST  RESPI¬ 
RABLE  DUST  STANDARD 

Sec. 

501.1  Application  of  part. 

501.2  Definitions. 

501.3  Piling  procedures. 

501.4  Contents  of  applications  for  Initial 
permits. 

501 .5  Issuance  of  Initial  permits. 

501.6  Applications  for  renewal  permits. 

501 .7  Issuance  of  renewal  permits. 

501.8  Request  for  hearing  on  renewal  per¬ 
mit  by  Interested  persons. 

501.9  Request  for  hearing  on  renewal  per¬ 
mit  by  applicant. 

Authoritt:  The  provisions  of  this  Part 
501  issued  under  sec.  508,  Public  Law  91-173, 

83  Stat.  803. 

§  501.1  .4pp1iration  of  part. 

This  part  applies  to  applications  for 
permits  and  renewals  thereof  for  non- 
compliance  with  the  Interim  Mandatory 
Health  Standard  prescribed  In  section 
202(b)(1)  of  the  Federal  Coal  Mine 
Health  and  Safety  Act  of  1969  and  to  the 
request  for  and  conduct  of  hearings  with 
reference  thereto. 

§  501.2  Definitions. 

As  used  in  this  part,  all  terms  not  de¬ 
fined  herein  shall  have  the  meaning 
given  to  them  in  the  Act. 

(a)  “Act”  means  the  Federal  Coal  Mine 
Health  and  Safety  Act  of  1969  (Public 
Law  91-173). 
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(b)  “Panel”  means  the  Interim  Com¬ 
pliance  Panel  established  by  section  5  of 
the  Act. 

(c)  “Applicant”  means  any  operator 
of  an  underground  coal  mine  who  files  an 
application  with  the  Panel  for  an  initial 
or  renewal  permit  for  noncompliance 
with  the  respirable  dust  standard. 

(d)  Unless  otherwise  specified.  “Per- 
niit”  means  an  initial  or  renewal  permit 
for  noncompliance  issued  to  an  operator 
to  exceed  the  respirable  dust  standard  in 
specific  working  places. 

(e)  “Respirable  dust”  means  only  dust 
particulates  5  microns  or  less  in  size. 

(f)  “Respirable  dust  standard”  means 
the  standard  prescribed  by  section  202 

(b)(1)  of  the  Act.  namely  an  average 
concentration  of  respirable  dust  in  the 
mine  atmosphere  not  greater  than  3  mil¬ 
ligrams  per  cubic  meter  during  any  one 

i  shift. 

I  (g)  “Working  place”  means  those 
j  areas  in  a  single  mining  section  which 
are  at  any  given  time  inby  the  last  open 
crosscut. 

(h)  “Mining  section”  means  all  areas 
from  the  main  or  cross  entry  from  which 
the  section  extends  and  includes  all  con¬ 
tiguous  working  places. 

ti)  A  “certified  engineer”  means  an 
engineer  certified  or  registered  by  the 
State  in  which  the  coal  mine  is  located 
to  perfoi-m  duties  prescribed  by  title  II 
of  the  Act.  except  that,  in  a  State  where 
no  program  of  certification  or  registra¬ 
tion  is  provided  or  where  the  program 
does  not  meet  at  least  minimum  Federal 
i  standards  established  by  the  Secretary 
of  the  Interior,  such  certification  or 
registration  shall  be  by  the  said 
Secretary. 

(j)  “Respirable  dust  level”  means  the 
average  concentration,  in  milligrams  per 
cubic  meter  of  air,  of  respirable  dust 
maintained  in  the  mine  atmosphere  dur¬ 
ing  each  shift  to  which  a  miner  in  the 
active  workings  of  the  mine  is  exposed. 

(k)  “Engineering  survey”  means 
measurement  of  dust  levels  in  a  manner 
prescribed  by  regulation  of  the  Secretary 
of  the  Interior  and  the  Secretary  of 
Health,  Education  and  Welfare  pursuant 
to  section  202(a)  of  the  Act. 

§501.3  Filing  proceiliiroN. 

(a)  Applications  for  initial  permits 
shall  be  filed  on  or  before  May  1,  1970, 
with  the  Interim  Compliance  Panel,  801 
19th  Street  NW.,  Washington,  D.C.,  in 
the  form  and  content  prescribed  in 
§501.4. 

(b)  An  original  and  five  copies  of  each 
application  shall  be  filed  signed  by  the 
applicant  or  his  duly  authorized  agent. 

(c)  An  application  should  cover  all 
mining  sections  for  which  a  permit  for 
noncompliance  is  requested. 

(d)  Not  later  than  the  date  of  sub¬ 
mission  thereof,  a  notice  that  an  appli¬ 
cation  for  a  permit  has  been  filed  and 

i  is  available  at  the  mine  office  for  inspec- 
.  i  tion  by  any  person  during  usual  working 
J  hours,  shall  be  posted  on  the  mine  bulle¬ 
tin  board  prescribed  by  section  107(a)  of 
g  :  the  Act. 

g  (e)  A  copy  of  each  application  filed 
shall  be  available  at  the  office  of  the 
Pnnel  in  Washington,  D.C.,  for  inspec- 
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tion  by  any  person  during  usual  working 
hours. 

(f )  At  the  time  any  application  is  sub¬ 
mitted  to  the  Panel  a  copy  shall  be  sup¬ 
plied  by  the  applicant  to  the  union  or 
other  representative  of  the  miners  of  the 
mine  which  is  the  subject  of  such  appli¬ 
cation. 

(g)  Every  applicant  should  be  pre¬ 
pared  to  substantiate  any  statement  in 
his  application  on  inquiiT  by  the  Panel 
or  the  Panel  staff. 

§  501.4  C'.oiitenlM  of  uppliralioiis  for  ini¬ 
tial  porniits. 

Every  application  for  an  initial  permit 
shall  contain — 

(a)  A  representation  by  the  applicant 
and  the  certified  engineer  conducting  the 
survey  referred  to  in  paragraph  (d)  (4) 
of  this  section,  that  the  applicant  is 
unable  to  comply  with  the  respirable  dust 
standard  at  those  working  places  which 
are  the  subject  of  the  application  be¬ 
cause  ; 

(1)  Technology  for  reducing  the  res¬ 
pirable  dust  level  at  such  places  is  not 
available;  or 

(2)  Because  of  the  lack  of  other  ef¬ 
fective  control  techniques  or  methods ;  or 

( 3 )  Because  of  any  combination  of  any 
such  reasons. 

(b)  Where  a  stated  reason  for  such 
noncompliance  is  due  to  the  unavailabil¬ 
ity  of  the  technology  needed  to  meet  the 
standards,  the  applicant  shall  explain 
wherein  known  technology  is  deficient  or 
inapplicable. 

(c)  Where  a  stated  reason  for  such 
noncompliance  is  due  to  the  lack  of  other 
effective  control  techniques,  the  appli¬ 
cant  shall  give  the  reasons  for  such  lack. 

( d )  Each  application  shall  include  the 
following  information: 

( 1 )  Identification  of  each  mining  sec¬ 
tion  in  which  are  located  the  working 
places  for  which  a  permit  is  requested: 

(2)  The  number  of  men  regularly  em¬ 
ployed  on  each  production  shift  and  the 
number  of  production  shifts  per  day; 

(3)  The  type  and  method  of  mining, 
including  haulage; 

(4)  The  results  of  an  engineering  sur¬ 
vey  by  a  certified  engineer  of  the  respi¬ 
rable  dust  conditions  of  the  working 
places  with  respect  to  which  such  appli¬ 
cation  is  filed: 

(5)  A  description  of  the  ventilation 
system  of  the  mining  section  and  its 
capacity ; 

(6)  The  quantity  and  velocity  of  air 
legularly  reaching  the  working  faces; 

(7 )  The  amount  and  pressure  of  water, 
if  any,  reaching  the  working  faces; 

(8)  The  number,  location  and  type  of 
sprays,  if  any; 

(9)  A  description  of  any  other  action 
taken  to  reduce  the  respirable  dust  level; 

(10)  A  description  of  the  means  and 
methods  to  be  employed  to  achieve  com¬ 
pliance  with  the  respirable  dust  stand¬ 
ard,  the  progress  made  to  date,  and  an 
estimate  of  the  date  when  compliance 
can  be  achieved. 

(f)  Provided  that  an  application  for 
an  initial  permit  is  timely  filed,  such 
application  shall  not  be  rejected  by  the 
Panel  as  Incomplete  where  the  results  of 
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the  required  engineering  survey  of  the 
respirable  conditions  In  every  working 
place  for  which  a  permit  is  sought  can¬ 
not  be  obtained  in  time  for  inclusion  in 
the  application  due  to  the  inability  of  the 
applicant  to  obtain  the  necessary  ap¬ 
proved  dust  sampling  equipment  or  the 
services  of  a  certified  engineer  or  both. 
Every  claim  of  such  inability  shall  be 
supported  by  a  statement  of  the  efforts 
made  to  obtain  the  instruments  or  serv¬ 
ices  or  both  and  a  statement  of  the  date 
on  which  the  results  of  such  engineering 
survey  will  be  submitted. 

(g)  No  application  which  lacks  the 
results  of  an  engineering  survey  or  is 
otherwise  deficient  shall  be  acted  upon 
by  the  Panel.  Applicants  for  initial  per¬ 
mits  may  submit  the  results  of  such 
engineering  surveys  at  any  time  on  or 
before  June  15, 1970:  Provided,  That  this 
time  may  be  extended  by  the  Panel  for 
good  cause  shown. 

§  .501.!)  IhKiiance  uf  initial  |irriiiils. 

( a )  The  Panel  will  issue  an  initial  per¬ 
mit  for  the  working  places  within  a 
mining  section  based  upon  an  applica¬ 
tion  which  is  timely  filed  and  complete 
in  all  material  respects  in  accordance 
with  §§  501.3  and  501.4. 

(b)  No  initial  permit  will  be  issued  for 
any  working  place  where,  according  to 
the  application,  the  average  concentra¬ 
tion  of  respirable  dust  in  the  mine  atmos¬ 
phere  at  such  place  exceeds  4.5  mg/m‘ 
as  measured  in  accordance  with  regula¬ 
tions  prescribed  by  the  Secretary  of  the 
Interior  pursuant  to  section  202(a)  of 
the  Act. 

(c)  No  initial  permit  will  be  issued  for 
any  working  places  in  a  mining  section 
that  is  not  in  existence  on  the  date  the 
application  is  received  by  the  Panel. 

(d)  Each  initial  permit  will  be  issued 
for  the  period  specified  by  the  Panel  but 
in  no  case  for  more  than  1  year.  Each 
permit  will  specify  the  respirable  dust 
level  which  the  applicant  is  permitted 
to  maintain  but  in  no  case  shall  such 
level  be  greater  than  4.5  mg/m‘. 

(e)  If  a  permit  is  issued,  such  permit 
will  be  forwarded  to  the  applicant.  If 
a  permit  is  denied,  the  Panel  will  advise 
the  applicant  in  writing  of  the  reasons 
therefor  and  give  the  applicant  an  op¬ 
portunity  to  submit  written  argument 
as  to  why  the  permit  should  be  issued. 

(f)  A  copy  of  every  permit  for  non- 
compliance  shall  be  posted  in  the  man¬ 
ner  and  place  prescribed  by  section 
107(a)  of  the  Act. 

(g)  No  initial  permit  or  renewal 
thereof  shall  be  valid  beyond  June  30, 
1971,  or  the  date  on  which  section 
202(b)(1)  is  superseded  by  improved 
mandatory  health  standards,  whichever 
first  occurs. 

§.501.6  Ap|ili«'alion>  fur  rriicMiil  prr- 

lllith. 

(a)  To  be  considered  by  the  Panel, 
every  application  for  a  renewal  permit 
must  be: 

(1)  Piled  with  the  Panel  not  more 
than  90  days,  nor  less  than  30  days  prior 
to  the  expiration  date  of  a  permit; 

(2)  Submitted  on  the  form  and  in  the 
manner  prescribed  in  §  501.4,  supported 
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by  information  and  evidence  specified 
therein; 

(3)  Complete  in  all  material  respects. 

(b)  When  an  application  is  received 
which  meets  the  conditions  specified  in 
paragraph  (a)  of  this  section,  the  Panel 
will  cause  to  be  published  in  the  Federal 
Register  a  notice  giving  any  interested 
person  an  opportunity  to  file  with  the 
Panel  a  request  for  a  public  hearing  on 
the  issuance  of  the  renewal  permit. 

§  .'501.7  Issiianroof  renewal  periiiilN. 

(a)  If  no  hearing  is  requested  or  if  a 
request  for  hearing  is  denied,  the 
Panel  will  issue  a  renewal  permit  based 
upon  an  application  filed  in  accord¬ 
ance  with  §  501.6  under  the  following 
circumstances : 

(1)  Where  a  reason  for  the  appli¬ 
cant’s  noncompliance  is  that  the  tech¬ 
nology  for  reducing  the  concentrations 
of  respirable  dust  at  the  working  places 
is  not  available,  and  the  Panel  is  satis¬ 
fied  that  because  the  requisite  technology 
is  still  not  available  applicant  will  be 
unable  to  comply  with  the  standard  for 
a  further  specified  period;  or 

(2)  Where  a  reason  for  the  appli¬ 
cant’s  noncompliance  is  that  other  effec¬ 
tive  control  techniques  are  lacking  and 
the  Panel  is  satisfied  that  applicant  has 


made  diligent  efforts  to  develop  and  in¬ 
troduce  adequate  control  means  includ¬ 
ing  purchase  of  necessary  equipment, 
and  that  applicant  is  still  unable 
to  comply  with  the  respirable  dust 
standard. 

§  301.8  Request  for  hearing  un  renewal 
permit  hy  interested  pers«>ns. 

(a)  On  or  before  the  15th  day  after 
publication  of  notice  in  the  Federal 
Register  that  an  application  for  re¬ 
newal  has  been  accepted  for  considera¬ 
tion,  any  interested  person  may  file  a  re¬ 
quest  with  the  Panel  for  a  public  hearing. 

(b)  Requests  for  hearing  shall  be  sub¬ 
mitted  in  triplicate  to  the  Panel,  shall 
be  in  writing,  and  signed  by  the  person 
making  the  request. 

(c)  A  request  for  hearing  shall  be  ac¬ 
cepted  only  if: 

(1)  It  states  the  interest  in  the  appli¬ 
cation  of  the  person  making  the  request. 

(2)  It  states  specific  grounds  which 
raise  a  substantial  issue.  The  request 
must  be  supported  by  a  statement  of 
facts  which,  if  established  at  the  hear¬ 
ings,  would  result  in  the  denial  or  mod¬ 
ification  of  the  permit. 

(d)  If  the  request  for  hearing  is  de¬ 
nied,  the  Panel  shall  inform  the  person 
making  the  request  of  the  reasons 
therefor. 


§  501.9  Reque^it  for  hearing  on  renewal 
permit  by  applicant. 

(a)  Where  the  Panel  has  not  received 
a  timely  and  sufficient  request  for  hear¬ 
ing  by  an  interested  person  and  has 
reason  to  believe  that  it  will  deny  a  re¬ 
newal  permit  on  the  terms  contained  in 
the  application,  it  will,  prior  to  the  denial 
of  such  permit,  give  reasonable  notice  to 
the  applicant  in  writing  and  opportunity 
to  request  a  public  hearing.  'The  notice 
shall  specify  the  grounds  on  which  the 
permit  is  proposed  to  be  denied. 

(b)  On  or  before  the  15th  day  after 
such  notice,  the  applicant  may  file  a  re¬ 
quest  with  the  Panel  for  a  public  hearing. 

(c)  Requests  for  hearing  shall  be  sub¬ 
mitted  in  triplicate  to  the  Panel,  shall 
be  in  writing,  and  signed  by  the  appli¬ 
cant  or  its  duly  authorized  agent. 

(d)  A  request  for  hearing  shall  be  ac¬ 
cepted  only  if  it  states  specific  facts 
which,  if  established,  would  result  in  the 
issuance  of  the  renewal  permit  on  the 
terms  contained  in  the  application. 

Dated:  March  2,  1970. 

Charles  F.  Brown, 

Chairman, 

Interim  Compliance  Panel. 

[P.R.  Doc.  70-2702;  Filed,  Mar.  6,  1970; 

8:49  a.m.] 
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